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3.125 (a) 

FACILniES, GENERAL 

There are two stainless steel waler buckets in with Ihe tigers in two of the enclosures The animals have bent the 
buckels to the ppini whete the metal has split and shans edges are exposed. Tbe buckets sbell be sfiuclu rally sflond 
and shall ba maintained In good rapair to proloct Iba animals Irom Injury. Tbaso two metal buckets nead to t]« 
replaced. 

Correct by: u!)’24-MlS 


Exit interview was conducted with Ibe licensee. 
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